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25X1 


director, foreign Broadcast 
Information Service 


FBIS-0242/85 
4 June 1985 


Acting Deputy Director 
for Science and 

Technology jin: 

Roan 6E45, Headquarters 

Attached are minutes of the 
FBIS-BBC meeting in England. 

You will probably not be 
interested in all the detail, 
but it will give you the flavor 
of things. The relationship 
continues to be effective and 
useful to both services. 


25X1 


D/FBIS 


Attachment : 

Record of the Thirty- Sixth Meeting 
of the FBIS-BBC Monitoring Service 
Coordinating Committee Held on 
29-31 May 1985 at Caversham, England. 
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